Inspecting condition of lines and hoses 0051 


Model 107 through 07.1985 
123 
126 through 08.1985 
201 through 12.1984 


è Inspect lines and hoses on engine, automatic 
transmission, and power steering pump 
checking condition and for leakage. 





wie Maintenance Manual - Supplement 5- March 1893 0051/1 


